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# ACCRETECH Chemical highly accurrate Mechanical Planarizer 


ChaMP 


Chemical Mechanical Planarizers 


Compact CMP System > 


E Reasonable initial cost 


E Small footprint 
E High-performance CMP æ Know-how from mass production 
E Flexible Customization up to user’s requirement 
m> From R&D, trial production to mass production 
@ 2’~12” polishing head available, multiple size of wafers are polishable in one system. 


@ Mounting of wafer loader enables full-automatic operation 
@ Mounting of cleaning unit enables precise cleaning 


TOKYO SEIMITSU 
TOKYO SEIMITSU 


[ Specification 1 ] 
Semi-automatic type CMP system 


Can be modified 


[ Specification 2 ] 


Selectable 


Automatic CMP system with simple loader 


Can be modified 


[ Specification 3 ] 


Automatic CMP system with loader & cleaner 


The Cleaner can be separately purchased 
Air-float Head "Sylphide" 


e Air film formation provides very uniform pressure distribution 
in the wafer plane. 

ePossession of an airbag independent of an air film provides 
low-pressure stability. 

e An independent retainer pressure airbag provides excellent 
edge profile control. 

@ One-touch replacement of retainer/membrane reduces 
downtime (see below). 

eAddition of zone control function is available (optional). 


Sylphide 


Tokyo Seimitsu Co., Ltd. 


http://www.accretech.jp/ 


International Marketing Dept. Japan Tel:+81(0)42-642-0381 Fax:+81(0)42-631-5234 


North America Taiwan China 

Accretech America Inc. Accretech Taiwan Co., Ltd. Accretech (China) Co., Ltd. 

(Head Office) Tel: +886(0)3-5531300 Fax: +886(0)3-5531319 (Head Office / Shanghai) 

Tel: + 1-214-459-1688 Fax: +1-214-459-1696 Tel: +86(0)21-3887-0801 Fax: +86(0)21-3887-0805 
(Fremont Office) Malaysia (Beijing Office) 

Tel: +1-510-344-5411 Fax: +1-510-344-5410 Accretech (Malaysia) Sdn. Bhd. Tel: +86(0)10-8490-4771 Fax: +86(0)10-8447-7010 
(Boise Office) (Head Office) (Shenzhen Office) 


Tel: + 1-208-429-6500 Fax: + 1-208-429-6555 Tel: +60-3-5632-7488 Fax: +60-3-5632-7489 Tel: +86(0)755-25 15-9842 Fax: +86(0)755-25 15-7737 
(Kulim Office) (Chongqing Office) 

Europe Tel: +60-4-493-0082 Fax: +60-4-493-0082 Tel: +86(0)23-6295-5061 Fax: +86(0)23-6295-5060 

Accretech (Europe) GmbH (Chengdu Office) 

(Head Office) Singapore Tel: +86(0)28-8738-2279 Fax: +86(0)28-8738-2279 


Tel: +49(0)89-546788-0 Fax: +49(0)89-546788-10 


Korea 


Accretech Korea Co., Ltd. 
(Head Office / Seongnam) 


Tel: +82(0)31-786-4000 Fax: +82(0)31-786-4090 


Accretech (Singapore) Pte. Ltd. 
Tel: +65-634 1-6052 Fax: +65-6341-6054 


Thailand 


Tokyo Seimitsu (Thailand) Co., Ltd. 
(Semiconductor) 


Tel: +66-2-617-9497, 9498 Fax: +66-2-617-9499 


el 
(Suzhou Office) 

Tel: +86(0)512-6265-6436 
Wuxi Office) 

Tel: +86(0)510-8101-7346 
Xian Office) 

Tel: +86(0)29-8886-3499 


Fax: +86(0)512-6265-6435 


Fax: +86(0)510-8101-7346 


Fax: +86(0)29-8886-3499 


C-64-554-E-1505 
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